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इस भाग में भिम पूष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन केपमें रखा जा सके । 
Separate poging to givon to this part in ordor that it may be filled 
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MINISTRY OF COMMERCE 

NOTIFICATIONS 
New Delhi, the 17th December 1966 


8 . 0 . 3880 , — Whereas the Central Government is of opinion that in exerciso 
the powers conferred by section 6 of the Export ( Quallty Control and Inopoction ) 
Act , 1983 ( 22 of 1963) , paints and alled products should be subject to quality 
control and inspection prior to export ; 


And whereas the Central Government has formulated the proposals specified 
below in supersegsion of the proposals published in the notification of the Govern 
ment of India in the Ministry Commerce No . S .O . 482, dated the oth February 
1966 for the said purpose and has forwarded tho same to the Export Inspection 
Council as required by sub - rue ( 3 ) of rule 11 of the sport ( Quality Control 
and Inspection ) Rules , 1964 ; 

Now , therofore , in purauance of the said sub - rule , the Central Government 
publishes the said proposals for information of the public likely to be afectod 
thereby , 

2 . Notice is hereby given that any persoa desirine to forward any objection 
or suggestion with respect to the said proposalg may forward the game within 
thirty days of the date of publication of this notification to the Export Inspection 
Council , World Trade Centre , 14 / 1 - B , Ezra Street ( 7th floor ) , Calcutta . l . 
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( PART 01 


PROPOSALS 
( 1 ) To notify that paints and allied products shall be gubject to quality con 
tral and inspection prior to export ; 

( 2 ) To specify the type of quality control and inspection in accordance with the 
draft Export of Paints and Allied Products ( Quality Control and Inspection ) Rules . 
1968 set out in the Annexure to this notifcation as the type of quality control and 
Inspection which would be applied to such paints and allied products prior to their 
export : 
(3 ) To recognise- - 
( a ) the specifications of the export contract as agreed upon between the 

buyer and the seller . 
( b ) in the absence of any specifications as mentioned in sub - item ( a ) , the 

relevant specifications issued by the Indian Standards Institution as 

the standard specifications for paints and allied products ; 
( 4 ) To prohibit the export , in the course of international trade , ot such painte 
and allled products unless the sarne are acrompanied by a certificate issued by 
any of the Export Inspection Agencies established under section 7 of the Export 
( Quality Control and Inspection ) Art . 19A3 (22 of 1963 ) , to the effect that such 
paint and allled products are export -worthy . 

3 . Nothing in this notiAcation shall apply to the export by land , sea or air of 
samples of paints and allied products to prospective buyers . 
4 . In this notification , paints and allled products shall nican 
( 1) ready -mixed paints and enamels of all types , namely , primers, under 

coating and finishing : 
( 11) varnishes (prepared from natural recins or synthetic resins or both ) 

used for under - coating and Anishing or for electrical insulation ; 
( III ) plastic emulsion paints prepared from disversion or emulsion of synthe 

tic resins in water with other ingredients ; and 
( lv ) altrore ] ulose lacquers, clear or pigmented , meant for under -coating or 
finishing 

ANNEXURE 
Draft rules proposed to he made under section 17 of the Fxport (Quality Control 
and Inspection ) Act , 1963 ( 22 of 1963 ) . 

1. Short # tle and commangonant. - ( 1 ) These rules may be malled the Export 
of Paints and Allied Products ( Quality Control and Inspection ) Rules , 1966 . 

(2 ) They shall come into force on the 1st February, 1987. 
2 . Definition . - In these rules , unless the context otherwise requires - 
( a ) Agenn means any one of the Export Ingnentton Agercles established 

at Cochin , Madras , Calcutta , Bombay and Dalhi under sention 7 of 

the Export ( Quality Control and Inspection ) Act , 1963 ( 22 of 1963 ) , 
( b ) Paints and allled products shall meen 
(1) ready -mixed paints and enamels of all types, namely , primers , vnder 

coating and finishing : 
( 11 ) varnishes (prenared from antriral regins or suthotic rnsins or both ) 

used for under - coating and Anishing or for electrical insulation : 
( I(1) plastic emulsion points . Prepared from disnersion or emulsion of 

synthetic resins in water with other ingredients ; and 
(iv ) nitro -rellulose lacquers , clear or pigmented , meant for under- coating 

or finishing. 
3 . Quality control and inspection ( 1 ) The quality of the naints and allied 
produris aforesaid shall he ensured by means op exercising the following controls 
at different stages of their manufacture together with the levels of control as 
given in the Schedule to this notifcation , namely : 
( i) purchase raw materials Control. - ( a ) Purchase specifcations shall be 

laid down by the manufacturer incorporating the properties of rap 
materials to be used 
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( b ) The accepted consignments shall be either accompanied by the supplier s 

test or inspection certificate corroborating the requirements of the 
purchase specifications, in which rase occasional checks at least once 
in ten consignments shall be conducted by the purchaser for a particular 
supp ier to verify the correctness of the aforesaid test or inspection 
certificates, or, the purchased mat rials shall be regularly tested and 
inspected either in the laboratory within the factory or in an outside 

laboratory or test house. 
( c ) The sampling for inspection or tęsts to be carried out shall be based 

on a recorded investigation . 
( d ) After the inspection or test is carried out. systematic methods shall be 

adopted in segregating the arcrpted and rejected materials for disposal 

of rejected materials . 
( e ) Correct and adequate records in respect of the aforesaid controls shall 

be regularly and systematically maintained . 
( i) Process Control - ( a ) Detailed droerse specifications for different proces 

ses of manufacture of raar materials , and intermediate products, if any . 
shall be laid down by the manufacturer along with the properties of 

the raw materials and intermediate products . 
(b ) Equipments , instrumentation and facilities shall be adequate to control 

the processes as laid down in the process specifications. 
( c ) Adequate records shall be maintained to enable verification of the 

controls exercised during the process of manufacture . 
( III ) Product Control.- - ( a ) The manufacture shall either have his own 

Adequate testing facilities or shall havo access to such testirg facilities 
to test the produrt as per the spentirations reconnised under sertion 6 

of the Export ( Quality Control and Inspection ) Act , 1963 (22 of 1963 ) . 
( b ) A representative saints of at leost 1 litre in volume shall be drawn 

from each batch of 2010 titres The hulk sample shall be divided into 
three equal test samning . One such test sample shall be tested by 
the manutacturer for the yog irernents of the product and the cthers 

preserved as referee simples alony with their particulars 
( C ) Correct and adequate records in pesnert of sampling, and tests carried 

out shall be regularly and ststematically maintained . 
( iv ) Packing Control - A parking specification shall he lain doon with a view 

to satisfying the controls mentioned in the Schedule to this notiAration 

for packing the aforesain product and shall be rigidly implemented . 
( 2 ) Inspection — The inspertinn of naints and allied products intended for export 
shall be carried out with a view to seeing that the rontrols mentioner? in sub - rule 
( 1 ) have been exercised at the relevant levels satisfactorily and the paint and 
allled products conform to the standard specifications applicable to it 


4 . Procedure of ingertian , - ( ! ) The exporter or manufacturer shall give inti 
maticm in writing to the Agency and submit along with such intimation a declara 
tion that the constamment of paints and allled products has henn manufacturer 
hv exercising muallty control measures as per controls referred to in rule 3 and 
that the consignment conforms to the requirements of the specifications rerognised 
for this purpose . 

( 2 ) The exporter or manufarturer shall also fumish to the Agnes the identif 
cation marks applied on the conşirment. 

( 3 ) Every intimation and declaration under sub - rule ( 1 ) shall be given not 
less than fifteen days prior to the despatch of the consignment from the manu 
facturer s premises . 

(4 ) On receipt of the intimation and declaration under sub - rulo ( 1 ) , the Agency 
on satisfying itself that during the process of manufacture, the manutarturer had 
exercised Aderuate quality controls to manufacture the paints and allied products 
arcordiog to the controls mentinned in ruile ( 3 ) shall, within three days of carrying 
out the inspection , issun cer ificate neclaring the consignment as export -worthy . 

5 . Plare of inshertion . - - Evrry insnertion under these rules shall he carried out 
at the promises of the manufacturer . 

6 . Inspection fec . -- Şubject to a minimum of Rs. 20 for each consignment. o fee 
at the rate of 50 paiya far wery in lsundret rupees ofF B . valile nit each such 
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- 


- 


- 


- 


- 


consignment shall be paid by the exporter to the Agency as tee for inspection 
under those rulos . 

7. Appeal. .. ( 1 ) Any person aggrieved by the refusal of the Agency to issuá 
a certificate under sub - rule ( 4 ) of rule 4 may , within ten days of receipt of the 
communication of such refusal by him , prefer an appeal to a panel of experts , 
consisting of not less than three persons appointed for the purpose by the 
Central Government. 

( 2 ) The decision of the said panel of experis on such appeal shall be tidal. 


THE SCHEDULE 
Each callsignmont of paint and allied products shall be tested for performance accord 
ing to the table given below : 

PAINT AND ALLIED PRODUCTS 

LEVELS OF CONTROL 
Requirement 

Reference No. of Frequency Remarks 

samples 
per batch 
of 200 
litres . 


I Consistency 


One 


Standard specifications 
recognised for the 
purpose . 


One per 
batch . 


for all products . 


Do , 


Do. 


Do, 


Do . 


Du. 


Do , 
Do. 


Do. 


Do . 
Do 


DO . 


Jautu 


Do . 


Do. 


Do. 


Do. 


D 


. 


Do. 


D ) . 


Do. 


SÅÅÂÅ 


Do. 
Do. 


2 Drying timeliru 

dry ) . 
3 Finish 
4 Weight per litici 

gallon , 
Colour , 
Scratch hardness , 
Flexibility and 

adhesion . 
8 Acid valuc /Acidity . 
9 Alkalinity 
10 Blectric strength at 

ScºC . 
II Electric strength at 

20°C in damp at 

mosphere . 
12 Resistance to corro 

Bion , 
13 Leaching ratc ( 052 . 
14 Toxicant availability 

tegt . 
15 Volatile matter . 


Do . 


Do . 


Do . 


For varnishes , 
For plastic emulsion 

paints . 
For baking type ju . 

sulating varuishes . 
For Ingulating vat 

nishes , all types . 


DC 


SAÂÁÅÅÅÅÅÅÅ 


livery 

fifth 
batch 
Do. 


Do. 


Do. 


Do . 


Do, 
DO 


For primers , all 

types . 
For marine finishing 
paints , 

Do, 


Do. 


1 .) . 


Do , 


and 


Do . 


Do. 


Do. 


16 Ageing 
17 Effect of oil 
18 Flash point 
19 Spreading capacity 
20 Other tests 


D . 
Do. 
Do. 
Do 


ÅÅÅÅÅ 


Do. 
Do . 
Do. 
Do . 
Do . 


For varnishes , NIC 
Lacquerg 
plastic 

emul. 
slon paints . 
For insulating 
varnishes . 

Do . 
Do. 

Do. 
As agreed upon bet 

ween the buyer and 
thc exporter . 


Do. 


Do. 


- - 


- 


- 


- 


- 


- - 


- 


- - 


- 


- - - 


- 


- 


NOTE. ( 1 ) Test frequency in the requirements for every fifth batch reconncnded in the 

above table , shall be subject to the stipulation that the constituents used in the 
formulation of paints and allied prodlucts and the composition of the final 

product in all successive 5 batches shall be the same in all respects . 
(2 ) For the purpose of sampling, the pain of one colour and type produced at a time 

shall constitute a hotch . 
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( 2 ) The requirements of the packing specifications shall be as given below : 
2 .1 . The package and containers shall he well finished and have a 3001 

presentability . 
2 . The containers shall be lezikproof and or suficient strength to withstani 

handling during transit. 
2. 3 . The inner containers within the package . shall be so packed as to avoid 

collisions amongst them . 
24. The following information shall be given on each container or the label 

applied to it: 
( a ) Name of the manufacturer and recognised trade mark . if any 
( b ) Name and type of the material 
( c ) Colour 
( dl ) Volume of the material in the container 
( e ) Batch number 

(No. 60 ( 128 ) Exp . Insp / 65 . ] 
$ . 0 . 3881. - - . n exercise vi le powers conferred by section of the Export 
( Quality Control and Inspection ) Act , 1963 (22 of 1963 ) , and in supersession of 
the notification of the Government of India in the Ministry of Commerce , s . O , NO. 
483 , dated 9th February, 1966 , the Central Government hereby recognises the 
following Inspection Agencies for quality control and pre - shipment inspection of 
paints and allled products specifled in the Schedule annexen to this notification prior 
to their export, namely : 
1. Export Inspection Agency . Cochin , Manohar Building Mahatma Gandhi 

Road , Ernakulam - 1. 
2. Export Inspection Agency , Madras , World Trade Centre Sire Mansion , 

123 , Mount Road , Madras -6 . 
3 . Export Inspection Agency, Calcutta , World Trade Centre 14 / 1- B , Ezra 

Street ( 7th floor ) , Calcutta - 1. 
4 .- Export Inspection Agency , Bombay, Harchandrai House ( 1st floor ) , 

81, Queens Road , Bombay -2 . 
5 . Export Inspection Agency , Delhi, c / o Director ( Quality Control) , Ministry 

of Commerce , Udyog Bhavan (Room No . 116 ) , New Delhi- 11 , 


THE SCHEDULE 
1. Ready mixed paints and enamels of all types, namely , primers , under -coating 
and finishing 

2 . Varnishes (prepared from natural resins or synthetic resitis . or both ) used 
for under coating and finishing or for electrical insulation , 

3 . Plastic emulsion paints , prepared from dispersion or emulsion of synthetic 
Tesins in water with other ingredients . 

4. Nitro - cellulose Lacquers , clear or pigmented . meant for under -coating or 
Anisbing . 

(No. 60 ( 128 ) Exp . Insp / 65 .] 
A , C , BANERJEE , Jt. Secy . 
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